6850 
TWIN BEAM POWER TUBE 


Useful at frequencies up to 470 He 


The 6850 is the same as the 6524 except for the following 
items: 


Heater, for Unipotential Cathode: 
ee ee eee S 12.6+ 108 ... ac or de volts 


CHARACTERISTICS RANGE VALUES FOR EQUIPMENT DESIGN 
Note Min. Max. 
Heater Current . se et ee ee 1 0.588 0.663 amp 


with 12.6 volts ac on heater. 


Note 1: 
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